To:  RIO  Press  Team[R10_Press_Team@epa. gov] 

Cc:  Murchie,  Peter[Murchie. Peter@epa.gov];  Congdon,  Julie[Congdon. Julie@epa.gov];  Sherbina, 

Debra[Sherbina. Debra@epa.gov];  Morrison,  Kay[morrison. kay@epa.gov];  Lindsay, 

Andrea[Lindsay. Andrea@epa.gov];  Conley,  Alanna[conley.alanna@epa.gov];  Bert, 
Charles[Bert.Charles@epa.gov] 

From:  Smith,  Judy 

Sent:  Wed  8/12/2015  8:14:46  PM 

Subject:  FW:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


FYI  - 1 sure  hope  that  this  website  will  be  updated  to  include  some  risk  communication 
elements.  It  would  be  much  more  powerful  if  the  top  of  the  page  held  a compassionate  message 
to  everyone  affected  by  the  release.  It’s  somewhat  disconcerting  to  me  that  we  only  refer  to 
citizens  in  the  third  person  on  the  lower  half  of  the  page.  Judy 


From:  Lynch,  Kira 

Sent:  Wednesday,  August  12,  2015  1:07  PM 

To:  R10-ECL  Superfund;  Allen,  Elizabeth;  Bailey,  Marcia;  Boateng,  Kwasi;  Duncan,  Bruce; 
Eckley,  Chris;  Fleming,  Sheila;  Fuentes,  Rene;  Gerhart,  Rebecca;  Goulet,  Joe;  Kissinger,  Lon; 
Latier,  Andrea;  KNADLE,  Marcia;  Nwosu,  Julius;  Shephard,  Burt;  Stifelman,  Marc;  Wroble, 
Julie;  Zavala,  Beraie 

Subject:  FW:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


Thought  you  would  be  interested. 

Kira  Lynch 

Superfund  Technology  Liaison  (STL)  - Region  10 

ORD  - Office  of  Science  and  Policy 

1200  Sixth  Avenue,  Suite  900 

Office  of  Environmental  Assessment  (OEA) 

Seattle  WA  98101 
phone:  206-553-2144 
cell:  206-850-4323 
fax:  206-553-0119 
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From:  Tyler,  Patti 

Sent:  Wednesday,  August  12,  2015  1:03  PM 

To:  Regional  Science  Liaisons  to  ORD;  ORD-OSP-STL 

Cc:  LaVay,  Maggie;  Blank,  Valerie 

Subject:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


FYI 


From:  Thomas,  Deb 

Sent:  Wednesday,  August  12,  2015  12:44  PM 
To:  R8  All  Employee 

Subject:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


This  message  is  to  inform  employees  that  we  have  a new  website  dedicated  to  information  about 
the  Gold  King  Mine  response.  This  website  includes  the  latest  information  on  the  spill  and 
EPA’s  response.  Please  follow  the  website  for  the  latest  information: 

http://www2.epa.gov/goldkingmine 


Debra  H.  Thomas 
EPA  Region  8 

Deputy  Regional  Administrator 
303-312-6298 

tliomas.debrah@epa.gov 
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